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X think it is possible that kilty may tiy to use the discover rodords just provided 
(covering letter stamp dated 5/27, received hero 5/30/81 ) to claim that it is normal 
practise to destroy spectro plates after a short period of filing* 

If as I recall what Solo c l a i m ed is so, that they can be destroyed after 50 or 
60 days, that not only is not roflectod in thi3 material, it is refuted. 

While the records do abate that after being hold in the unit for sir months and by 
the Lab for an additional three years, lator extended to five years, and then destroyed!} 
thi3 is on the assumption that they are not needed after the statute of limitations has 
run, However, it is quite explicit in a number of the records that the plates are 
preserved until the case is concluded and that it is normal practise for the examiner 
to take the plates with him whon ho is to testify* Or, as long as there is no 3 d for 
any testimony, tho plates are preserved* Xt also is apparent that they are preserved 
in special and ongping cases, which JFK ssassintion is* 

Therein reference to Laboratory Foes, caps in records. X believe Kilty testified 
tliat tho lab lias no files whon we dsposod him in 1C'96. Before going into tills ask him 
if he so testified and if tho lab has no files* 

Until after tho deposition I’ll have this last batch in the envelope in which I 
received it, on my desk* in case you need them. 


